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1000-KVA PACKAGED” 
UNIT SUBSTATION 


Lowest bid 418,610 
Second bid 19,075 


Compare these 
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COMPARABLE 
“PIECEMEAL SUBSTATION 


actual installed costs 


on a public, sealed- 
bid project. Of eleven Second bid 24,000 


Third bid 19,315 bids, these were the Third bid 24158 


Lowest bid *22,314 


lowest for each type. 


20% Savings Via STANDARDIZATION 


A $3704 saving in the first cost of this 
repetitively built unit substation is a matter 
of public record. 

The purchase of repetitively built power 
apparatus also shortens your preliminary 
engineering time; installation is easier; main- 
tenance is simplified. And every electric- 
service company shares in the benefits of 
continuously improved standard designs, made 
possible when the builder can concentrate 
on design fundamentals for an entire line. 

Delivered as an integrated unit, these co- 
ordinated, factory-built substations also sim- 
plify your location problem, permitting a 


THE = 1 — “ ¢ 
More fundamen, 
bour 


i r 
More production efficiency be 


more flexible, well-balanced system with 
shorter secondary circuits. Should load cen- 
ters change with the growth of the system, 
the substations can be easily moved. Again 
important savings are effected. 

The increasing popularity of G-E unit sub- 
stations is but one evidence of the cost-saving 
results of repetitive manufacture. It forecasts 
the great gains that hinge upon further 
standardization of heavy power apparatus. 
With your co-operation, General Electric 
plans to move ahead in this direction as 
fast as Circumstances permit. General Elec- 
tric Company, Schenectady 5, N. Y. 
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Leland Olds Is Approved 
for New Term on FPC 


Sub-committee of Senate Interstate Commerce Committee Follows Party 
Lines in Approving Incumbent, 3-2—Senate Approval Expected—Nom- 
inee Denies Communist Affiliations and Praises Commission 


Confirmation of Leland Olds as a 
member of the Federal Power Commis- 
sion for a second five-year term was ap- 
proved last week by a sub-committee of 
the Senate Interstate Commerce Com- 
mittee by a 3-2 vote after three days of 
hearings. much of which was devoted to 
whether the commission in 1943 prop- 
erly issued a convenience certificate for 
a gas pipeline into the Appalachian 
area to the Tennessee Gas and Trans- 
mission Co. 

Voting was strictly according to party 
lines, with Sen. James M. Tunnell, Dela- 
wate Democrat who presided, voting the 
proxy of sub-committee chairman Rob- 
ert Wagner, N. Y. Democrat. Sen. E. 
H. Moore, Oklahoma Republican who 
led the opposition to Olds, voted the 
proxy of Sen. Albert W. Hawkes, N. J. 
Republican. 

Hawkes had attended parts of two 
hearings. Wagner, who attended the 
International Monetary Conference at 
Bretton Woods, N. H., made no appear- 
ance. Sen. Edwin C. Johnson, Colo- 
rado Democrat, who often appeared to 
be critical of Olds, voted with Wag- 
ner and’ Tunnell for confirmation. 

While Olds will remain jobless un- 
til the Senate reconvenes, the sub- 
committee’s action—not unexpected—is 
all but conclusive assurance of his 
formal confirmation. It will recommend 
Olds’ confirmation to the full Interstate 
Commerce Committee, which unques- 









GUARANTEED. Editorial and Bxecutive Offices, 330 
~ ‘riptions should 






ar Canadian mee 3 ). 
rt, 318° for oa oy 








be addressed to the Director of Circulation, Electrical World, 330 W. 
h, Executive Vice-President for Business Operations; ~ A’ 

W. McGraw, Treasurer; Joseph A. Gerardi, Secreta: tary: 
ae Central and South American countries, $5 


: ed as second-class matter 
ight 1944, by MeGraw Hill Hill Publishing Company, Inc. Cable ‘adie McGRAW-HILL, New York, Member A.B.P 


tionaBly will report it favorably to the 
Senate, which in turn almost never re- 
jects a favorable report. 

No representatives of the electric 
utility industry appeared to oppose 
Olds’ confirmation. Members of two 
state utility commissions, Chairman 
Reuben Peterson, of the Wisconsin 
Commission, and A. B. Hill, of the 
Arkansas Commission, testified in op- 
position, while Thomas C. Buchanan, 
of the Pennsylvania Commission, tes- 
tified briefly in Olds’ favor. Several 
state commissioners wrote the commit- 
tee opposing Olds. 

Olds, the final witness, spent about 
four hours before the committee telling 
the group that FPC under his leader- 
ship had done much to restore public 
confidence in utility regulation, and in- 
sisting that he was not opposed to 
private ownership in the utility indus- 
try or any other. He said it is his 
conception that FPC should help the 
existing utility system continue to 
operate. Olds denied that he ever was 
a Communist or ever espoused the 
party’s philosophy. He said charges 
that he wrote for the party paper, The 
Daily Worker, were false, and that he 
wrote for the Federated Press, a news 
service subscribed to by The Daily 
Worker. 

Olds said FPC had attempted to co- 
operate in every way with state com- 
missions and particularly with the 
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Arkansas Commission, in which op- 
position to him had been particularly 
strong. 

FPC, Olds went on, makes every 
effort to render its decisions in the pub- 
lic interest and most of its decisions 
are unanimous. He pointed out that 
the two FPC decisions which have been 
most widely attacked, the Hartford case 
and the New Jersey Central case, not 
only were upheld by the Supreme Court 
but also were upheld otherwise. The 
National Association of Railroad and 
Utilities Commissioners, he said, ap- 
proved of the Hartford decision, and the 
New Jersey Commission, most deeply 
affected by the New Jersey Central de- 
cision, said its jurisdiction was not 


diminished at all by the FPC ruling. 
Gives FPC All the Credit 


Taking for FPC virtually all the 
credit for the fact that the nation has 
not yet suffered a shortage of electric 
power for war and never mentioning the 
Office of War Utilities or its predeces- 
sor, the Power Division, by name, Olds 
testified that most strategic decisions of 
the war program had been made by 
himself and J. A. Krug, former OWU 
and Power Division director. Before 
Pearl Harbor, he said, FPC did all 
work on electric power supply for war. 
The nominee took credit for solution 
of the Southeastern power shortage in 
the fall of 1941, and said that private 
companies had added generating capac- 
ity between 1938 and the start of the 
war only at FPC insistence in a series 
of regional conferences. These con- 
ferences, he said, brought about orders 
by the industry of from 3,000,000 to 
3,500,000-kw. of generating capacity 
yearly. 

Olds concluded with the comment 
that FPC’s idea is to work with power 
companies to put them on a basis on 
which they would not be susceptible to 
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challenge from any quarter. He said 
that natural monopolies become careless 
and need stimulation and added that he 
believes the industry is coming around 
to the commission’s line of thought. 
He then introduced considerable docu- 
mentary evidence of approval of his 
policies by state commissions and cited 
a long list of joint hearings as an in- 
dication that federal-state cooperation 
in regulation had not entirely broken 
down. 

Chairman Peterson of the Wiscon- 
sin Commission argued that FPC was 
encroaching on intra-state rate matters 
in his state and deplored what he con- 
sidered FPC’s spreading jurisdiction 
over waterways. He said FPC’s inter- 
pretation of its jurisdiction over water- 
ways left little room for state laws 
which hold some rivers under state 
rather than federal control. 

Hill’s statement was confined largely 
to the Southwest Power Pool investi- 
gation by FPC and to the construction 
of the Ark-La Line. 


S. Carolina to Open 
First Alumina Plant 


South Carolina’s first alumina plant 
will go into production at Harleys- 
ville “within a few days,” according to 
R. M. Jefferies, general manager of the 
Santee-Cooper Authority who also said 
that the state-owned and operated hydro- 
electric development is ready to turn 
on power for the plant’s preliminary 
operations. 

Constructed by the Federal Defense 
Plants Corporation, the plant will be 
operated privately to produce alumina, 
an abrasive which can be processed into 
aluminum. Jefferies said that large- 
scale alumina production requires an 
abundance of electricity for the fur- 
naces. 


Set Anti-Monopoly Suits 
For Federal Court, Aug. 15 


The federal government’s four-year- 
old anti-monopoly suit against the San 
Francisco Electrical Contractors’ Asso- 
ciation Inc.; Electrical Industry De- 
pository of California, Inc.; and 41 
other defendants has been set for trial 
on August 15 in federal court in San 
Francisco. 

Defendants are accused by the gov- 
ernment of monopolizing 95 percent of 
the electrical work in the San Francisco 
Bay area. Seven corporations, eight 
labor union officials, 19 contractors and 
seven corporation officers are slated for 
trial. 
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THIS WEEK'S NEWS BRIEFS ' 


Francis H. Murpuy, (right) con- 
sulting engineer of the Portland Gen- 
eral Electric Co., has been honored 
by the Portland Electric Club with its 
third honorary membership. The cita- 
tion called attention to his outstanding 
services to the electrical industry and 
the community through his work with 


the Illuminating Engineering Society 
in 1906; the AIEE in 1907; the com- 
mittee for the first Portland Electric 
code, 1912; Portland Apprenticeship 
Council, 1929, and as a founder and 
first president of the Electric Club of 
Portland, 1929. Walter W. R. May, 
(left) formerly of Portland General 
Electric Co., now publisher of the Ore- 
gon City Enterprise, presented the 
honorary membership plaque. 


Dam sites on the Salmon River, 
Idaho, inaccessible much of its distance 
except by boat, will be studied this 
summer by engineers who will take 
about two months to make the trip down 
the river while aerial photographic 
studies are being made of the same 
region. A party of eight engineers 
headed by O. L. Hoffman, in the office 
of Lt. Col. Theron W. Bean, chief of 
the Engineering Division of the Port- 
land, Oregon. district, United States 
engineers, has just returned from a 
similar trip. 


SIXTY MILLION ELECTRODES for bat- 
teries will be made in the new plant 
being set up at Punxsutawney, Pa., by 
the Defense Plant Corp. The Speer 
Carbon Co. of St. Marys Pa. will 
operate the plant. Production is sched- 
uled for Oct. 1 and is expected to over- 
come the electrode shortage which has 
hampered battery production. 


MARGINAL MINES will be the greatest 
gainers when the reduction of $5 a 
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horsepower for the first block of 5,4 
horsepower in the price charged to 
mines in Northern Ontario, Canada, be 
comes effective, Jan. 1. Present rat, 
for most mining companies begin , 
$32.50 a hp. for the first 5,000 hp, 


Syracuse, New York, is the new ey 
ecutive headquarters of the Niags 
Hudson System. The move from N 
York was made because Syracuse is th 
approximate geographical center of th 
System’s operations. A statutory an( 
stock transfer office will be maintainef 
at 15 Broad St., New York City. 


FIFTY-ONE DRIVERS for the Southen 
Indiana Gas and Electric Co., Evan 
ville, have been given safety awar< 
for driving from one to four years with 
out an accident. The Company safe 
council, organized four years ago, has 
92 members of whom 84 have had n 
chargeable accidents since the club was 
formed. 


Kansas Company May Cut 


Plant Valuation $3,844,6788i 


Kansas Gas and Electric Co., Wichita, 
may eliminate from its electric plant 


accounts amounts totaling $3,844,678.578 


in write-ups and other amounts repr 

senting excess over original cost. The 
Federal Power Commission, in announ 

ing its approval of company’s proposal 
said that the revised reclassification and 
origina] cost statements, in geners 

reflect the FPC staff's recommends 
tions. 

Kansas Gas and Electric Co., a sul 
sidiary of American Power & Light Co 
which is in turn controlled by Electric 
Bond & Share Co., serves retail elec 
tric customers in Arkansas City, 
Dorado, Independence, Newton, Pitt 
burgh, Wichita, and a number 0 
smaller Kansas communities. 


Canadian Output in April 


Dominion Bureau of Statistics repo 
central electric stations in Canada pr 
duced 3,270,098,000 kw.-hr. in April 
compared with 3,276,544,000 kw.-hr. is 
the corresponding month last year. Pre 
duction during the four months ended 
April aggregated 13,612,025,000 kw--hr. 
compared with 12,800,342,000 kw-hr. 
for the corresponding period of 1943. 


1944 





: 


ng: 


ce 
ged 


of t 
Fed 


pn 0 


tot. 
Act 


ny “ 
pt st 
ne | 
$ al 
egot 
ts, 3 


emeé! 


wer 
ren 
tior 


E 


gpate Revision Saves U.S. 
13 Millions on Power Bill 


ngs of Federal Government under “Cheapest Power Directive” Re- 
ed by Acting FPC Chairman Manly at St. Louis Meeting of Army 
ice Forces Called to Plan Statutory Renegotiation of Electric Power 


ntracts 


otal savings on the electric power 
of the federal government through 
Federal Power Commission’s re- 
m of rates and facilities charges 
or the “cheapest power directive” 
total slightly more than $13,000,- 
Acting FPC Chairman Basil Manly 
aled last week at a meeting of the 
ny Service Forces power procure- 
nt staff at St. Louis. 
he meeting was called to work out 
»s and procedures for the statutory 
egotiation of electric power con- 
ts, and brought together the Wash- 
ton staff of the Army Power Pro- 
ement Officer, charged with renego- 
ion of all war power contracts, and 
field staffs from the nine ASF ser- 
commands who will do much of 
actual renegotiation. 
ommissioner Manly told the meet- 
that total savings under the Oct. 
1942, “cheapest power directive,” 
ich requires FPC to see that federal 
tractors and military establishments 
the cheapest feasible power, are 
, $5,350,000 from rates and an addi- 
al $7,700,000 in facility charges and 
her non-recurring items. These fig- 
s include savings announced some 
nths ago by Manly. 
ey do not represent the results 
statutory renegotiation such as the 
y is preparing for electric utilities. 


Two-Year Saving $18,400,000 


Based on the assumption of full load 
ditions for an average period of 
ration of two years under the read- 
sted contracts, the. aggregate savings 
the federal government reach the im- 
ssive total of $18,400,000,” Manly 
d the conference. Average saving 

contract whose rates were read- 
ted was 12 percent, although some 
itracts showed savings as high as 50 
cent. Slightly more than half of all 
tracts thus far reviewed by FPC 
wed rate savings, while about 25 per- 
t of all such contracts showed non- 
urring savings. Substantially all 
tracts for new electric service have 
‘fn reviewed under the “cheapest 
wer directive” thus far, Manly said. 
Meanwhile, the Army’s Power Pro- 
rement Officer, Col. Stuart Weaver, 


d his staff, are completing the organi- - 


ion which will handle statutory re- 


negotiation of war power contracts. In- 
terpretations of the Revenue Act, under 
which statutory renegotiation is re- 
quired, were discussed at the St. Louis 
meeting and a tentative set of rules 
worked on. Announcement of these 
rules may come as soon as next week. 
Meanwhile, a staff to handle power re- 
negotiation, both in the nine Army 
service commands and in Washington is 
being assembled. It is anticipated that 
the work load will be tremendously 
lowered by the two standards short of 
which renegotiation is dispensed with, 
namely $500,000 worth of business in a 
fiscal year and 1,000-kw. minimum de- 
mand. Most of those contracts which 
qualify for renegotiation under these 
standards are expected to be settled 
without formal renegotiation. 


Wiring Group Plans 
Handbook Revision 


Consideration is being given to a 
revision of the various sections of the 
Handbook of Interior Wiring Design by 
the Industry Committee which has been 
reorganized and which is representative 
of all branches of the electrical indus- 
try. This move is taken in view of the 
experience gained over the past few 
years and with the objective of having 
the standards brought up to date for ap- 
plication in all types of post-war build- 
ing construction and modernization. 

E. A. Brand of the Buffalo, Niagara 
and Eastern Power Corp., Buffalo, N. 
Y., has accepted reappointment to the 
chairmanship. Working with him, rep- 
resenting the various branches of the 
industry, are F. N. M. Squires and 
Charles A. Ward of the International 
Association of Electrical Inspectors: 
Richard Slauer and Leo  Dolkart, 
representing the Illuminating Engineer- 
ing Society; D. L. Ripley, representing 
American Lighting Equipment Associa- 
tion, Inc.; L. F. Adams, Frank Thorn- 
ton, Jr., H. G. Metz, William Seubert 
and H. H. Weber, representing the Na- 
tional Electrical Manufacturers Asso- 
ciation; Allan Coggeshall and George 
H. McKee, representing the National 
Electrical Contractors Association, and 
D. M. Salsbury, representing the Na- 
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tional Electrical Wholesalers Associa- 
tion. A. C. Bredahl is secretary of this 
committee and is also chairman of a 
technical committee which has been ap- 
pointed to consider suggestions for re- 
vision, to be passed through to the main 
committee for action. 

It is contemplated that representa- 
tives of the architectural, building and 
financing interests, and of the national 
consumer, shelter and building publica- 
tions, will be invited to offer sugges- 
tions. 

The committee, realizing that the most 
immediate need is consideration of re- 
visions to the Residential Section, is 
giving first attention to that part. 


Michigan Court Ruling 
On Rates Interpreted 


Decision of the Michigan Supreme 
Court holding that the Michigan Public 
Service Commission could properly for- 
bid a utility from charging war taxes 
to operating expenses is “not a man- 
date to reduce rates,” Chairman Gilbert 
T. Shilson of the commission pointed 
out as the Detroit Edison rate hearing 
re-opened late last month. 

The decision had been interpreted 
in some quarters as a requirement 
that rates be reduced wherever a utility 
could be shown to be paying excess 
profit taxes to the federal government. 
Taking exception to such interpreta- 
tion, Chairman Shilson remarked: 

“This case has been remanded to this 
commission by the (state) Supreme 
Court for further consideration. The 
Supreme Court decision was not a 
mandate to reduce rates, to abolish all 
so-called excess profits taxes; it held, 
however, that avoidable taxes should 
be considered and should be excluded 
from operating expenses. 

“It also said the utility company is 
entitled to a reasonable rate of return. 
Our problem at this point is to find 
the breaking point, if there is such a 
breaking point, where taxes may be 
avoided without impairing reasonable 
return.” 

Effects of the recent statement by 
Treasury Secretary Henry Morgenthau 
that the Treasury Department will not 
oppose utility rate cuts because of any 
adverse effect they might have on federal 
excess profits tax returns were noted 
this week in yet another rate case that 
now is on appeal to the Utah Supreme 
Court directing a $1,500,000 annual re- 
duction by the Utah Power & Light 
Co. The commission noted the Mor- 
genthau statement informally and in de- 
ciding the case, recognized that the 
reduced tax liability would largely off- 
set the company’s net loss. 











C. of C. Urges Policy 


on Federal Electricity 


Asks Sale Price Based on Taxes 
Paid by Private Power Industry 


Policy declarations urging that sales 
of federally-generated electric power be 
at prices based on tax burdens equal to 
those of the private electric power in- 
dustry and that federal power be pooled 
regionally with other sources of electric 
energy were adopted by the United 
States Chamber of Commerce last week. 

These policies and others concerning 
development of water resources were 
recommended by the Chamber’s Com- 
mittee on Natural Resources, whose 
membership includes Kinsey Robinson, 
president of the Washington Water 
Power Co., Spokane; Boyd A. Bennett, 
president of the Northeastern Water 
& Electric Service Corp., of New 
York, and W. E. Mitchell, vice president 
and general manager of the Georgia 
Power Co., of Atlanta. Respect for 
states rights and preservation of free en- 
terprise in development of water re- 
sources were recommended generally in 
the committee’s report, which noted a 
growth of federal administrative con- 
trol of these resources in the last decade. 
This control, the report held, had had 
little regard for states’ rights or private 
enterprise. 

Recommending that Congress regain 
control over water resources and main- 
tain it in the future the committee also 
submitted . these additional policy 
declarations, all approved by the U.S.C. 
of C. membership: 

That water developments be on “a 
sound . . . engineering and economic 
basis and free of politics.” 

That no project be undertaken with- 
out consideration of its relation to other 
projects. 


That all projects under consideration 
be reconsidered in the light of increased 
construction cost levels anticipated after 
the war. 

That purposes of projects be declared 
in advance “and not be lost subse- 
quently by diversions and changes.” 

That Congress recognize state inter- 
ests and rights in water control and 
utilization. 

That Congress protect established 
and ‘potential water uses. 

That Congress limit navigation pro- 
jects to those consistent with the fullest 
use of water for other purposes. 

That division of water between states 
be by interstate compact or by the prin- 
ciple of “equitable apportionment” at 
the hands of the U. S. Supreme Court. 

That Congress not use the commerce 
clause or other authority to limit water 
uses established by states. 

That all regional authority plans 
similar to TVA be examined most care- 
fully. 

“That all public or private hydro 
power participate in regional power 
pools to realize maximum benefits possi- 
ble in combination with other sources of 
power. On this basis, all government 
by-product power should be sold as such 
at the point of production.” 


Plans New Transformer 
Bank for Alumina Plant 


Engineers of Bonneville Power Ad- 
ministration announced recently that 
with installation of electric steam boil- 
ers at the $4,000,000 Salem (Ore.) 
alumina refinery seemingly assured by 
approval of WPB and DFC, applica- 
tion would be made forthwith to the 
EPB for authorization to install a 
37,500-kw. transformer bank. Installa- 
tion of forced air cooling equipment 


od 


, 


oom we , es 
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will increase the transformer capg 
to 50,000-kw. the estimated steam by 
load. 

Installation of the electric steam } 
ers will practically complete electyis 
tion of the plant, and with the exceptj 
of some oil necessary for one step 


‘the alumina reduction process, Bo, 


ville-Grand Coulee power will be , 
for the operation of all plant facili 
it was stated by William A. Dit, 
chief of Bonneville’s power managemg 
branch. 

In addition to the 50,000-kw. }gj 
load, the alumina plant will req 
between 12,000 and 15,000-kw. for , 
in processing Northwest clays j 
alumina and for heating plant and off 
buildings. 

S. E. Schultz, Bonneville’s chief 4 
gineer, reported that Bonneville cre 
already have completed construction 
three miles of 115,000-volt line and 
stallation of a temporary 1.0004 
transformer. Design work on the 
12,000-kva. bank of transformers 
nearing completion and installation y 
be started as soon as materials 
available, said Mr. Schultz. 


Energy Production Up 


Electric energy produced for pub 
use in May, 1944, totaled 18,810.028.0 
kw.-hr., an increase of 6.9 percent o 
production in May, 1943, according 
a report issued by the Federal Po 
Commission. Average daily producti 
of electric energy for public use in M. 
was 646,393,000 kw.-hr. 


Below— 

VISIT NEW STATION—New England 

tem Operators Club gathers at M 

steam plant in Everett, Mass., to study ¢ 
erating layout as guests of the Bos 
Edison Co. 
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{embers of the Canadian Electrical 
jation holding their fifty-fourth 
ual meeting, June 22 and 23, at 
ray Bay, Quebec, devoted most of 
r time to post-war problems but 
1 the usual committee meetings and 
tions, and conducted routine busi- 


m {An optimistic view of the electrical 
d@M.stry in postwar Canada was taken 
Ki Alan Brown president of the associa- 
if, in his address. He predicted a 
8 Bivht future for the manufacturer of 
“trical equipment if given a reason- 
“ie part of the export market. 

The utility industry in Eastern Can- 
will likely have a surplus of power 
iediately following the war, particu- 
ly in the Province of Quebec, he 
1. New industries and new uses for 
tricity will have to be found to ab- 
b this surplus, and there must be 
twar planning now to develop new 
rkets and attract new industries, so 
gas such planning does not detract 
m the war effort.” 

















Private Companies Pay For War 






n commenting-on the financial con- 
ion of private companies and taxa- 
1, Mr. Brown stated, “the money re- 
ed by private corporations is being 
ed over to the Federal Government 
rough income and excess profits 
es) to fight this war while that re- 
ed by publicly-owned corporations 
being set aside in the form of reserves 
such an extent that their operation 
not help but appear in a favorable 
i. Unless some relief is forthcom- 
in the near future, private enterprise 
i not be in a financial pesition to 
ke its proper contribution to relieve 
‘war unemployment. The taxes 
d by Canadian industry have in- 
ased by 287 percent from 1939 to 
, and in spite of the increased pro- 
tion and sales, profits were down 12 
nt during the same period.” 

he great development of Canadian 
ities was also brought out by Presi- 
t Brown who said, “In 1936, Can- 
utilities, privately and publicly 
ned had an installed capacity of 
5,590 hp. and generated 23,829,- 
00 kw.-hr. of electrical energy. In 
P), they had an installed capacity of 
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anadian Group Studies 
Post-War Utility Plans 


tical Association at Annual Meeting Hears President Alan Brown 


ylain Difficulties Faced by Expanded Power Industry—E. V. Sayles 
sents Problems Offering Greatest Opportunities for Study 


8,289,212 hp. and generated 26,429,- 
940,000 kw.-hr. In 1943, the total in- 
stalled capacity reached 10,940,513 hp. 
which generated a 40,377,649,000 kw.- 
hr. of electrical energy.” 

From 1936 to 1939, installed capacity 
increased by 4.4 percent and ‘energy 
produced by 11 percent, and in four 
years of war installed capacity in- 
creased by 24.8 percent and energy pro- 
duced by 52.5 percent. During these 
war years there has never been a short- 
age of power for the production of war 
materials nor has there been any work 
stoppages by employees of the electrical 
utility industry. 

A clarification of utility financial 
statements, he added, would acquaint 
the public with the fact that utility 
earnings are but a few cents on each 
dollar of investment. 

E. V. Sayles, general engineering su- 
pervisor, Consumers Power Co., Jack- 
son, Michigan, and past chairman of 
the EEI Transmission and Distribution 
committee, spoke on “Problems Ahead 


for Electric Utilities Which Offer the 





MEDALIST NO. 20—Clyde A. Heald. 
right, a lineman in the Belfast crew of 


the Central Maine Power Co., with 
Vice-President and General Manager 
George S. Williams who has just pre- 
sented him with the President's medal 
of the National Safety Council for sav- 
ing the life of Mahlon Dumont by the 
Schaeffer prone pressure method of 
resuscitation at the company’s Prospect 
station. Twenty of the 1,281 medals 
awarded by the council since May, 
1928, have gone to C.M.P. employees 


Greatest Possible Opportunities for 
Further Study.” He indicated that 
- there will be three principal classes of 
problems which will have to be studied. 
These are: (1) Power requirements of 
individual industrial customers where 
manufacturing changes require imme- 
diate attention. (2) Deferred mainte- 
nance and construction resulting from 
scarcity of labor and materials. (3) 
Long range studies based on estimates 
of future load growth influenced by such 
factors as then seem proper. 

Dr. G. M. Weir, acting director of 
training, Department of Pensions and 
National Health, Ottawa, in his talk, 
“Jobs for the Fit and Fitting the Unfit 
for Jobs,” called on industry to col- 
laborate with rehabilitation officers in 
selecting and sponsoring trainees for 
specific industries, in supervising the 
curricula and instruction so that they 
may be practical, and in placing and 
supervising the trainees. 

B. C. Fairchild, managing director of 
the association which now has 768 mem- 
bers, reviewed the activities of com- 
mittees. 


Post-War Committee Merged 


The post-war planning committee of 
the association, under the chairmanship 
of W. C. Mainwaring, British Columbia 
Electric Railway Co., has been merged 
with those of other organizations into 
the “National Industrial Federation” 
which will expand the developments of 
post-war plans to include all industries, 
based on the plans of the Committee 
for Economic Development. This CED 
plan was explained by J. T. Crowder, 
secretary-manager of the NIF. 

Officers elected for the coming year 
are James B. Hayes, president; J. K. 
Wilson. E. V. Caton, and H. E. Pawson, 
vice-presidents; W. Booth, treasurer; 
B. C. Fairchild. managing director. 
Executive committee: W. D. Bracken. 
J. J. Doolan. B. M. Hill, George Kirlin, 
F. L. Lawton. I. M. MacLean, E. C. 
McGovern. J. N. Sicad, W. R. Way. 
A. C. Brittain. E. D. Gray-Donald, T. 
Ingledow. F. Krug, G. D. Leacock, I. A. 
Mahon. W. H. Munro, F. Walker. F. T. 


Wyman. 


SEC Re-Elects Purcell 


Ganson Purcell, chairman of the Se- 
curities and Exchange Commission since 
1942, has been re-elected for the year 
ending June 30, 1945, the Commission 
has announced. Appointed to the com- 
mission’s staff as an attorney in August, 
1934, Mr. Purcell served as a director 
of the trading and exchange division 
from 1937 to June, 1941, when he be- 


came a commission member. 
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CHAMPIONS OF PUBLIC ECONOMY—At a recent meeting of the Connecticut Public 
Expenditure Council in Hartford, electrical manufacturing and utility representatives 
made a vigorous plea for private enterprise in preference to governmental spending. 
L. to r.. seated: H. W. Steinkraus, president Bridgeport Brass; Dr. Virgil Jordan, presi- 
dent National Industrial Conference Board, leading speaker: C. L. Campbell, presi- 
dent Connecticut Light & Power: standing, 1. to r., J. B. Lowell, Connecticut commis- 
sioner of finance and control; A. L. Collins, president Phoenix Mutual Life Insurance 





PUD Acts To Acquire 
Utility Holdings 


Condemnation proceedings, designed 
to acquire the power properties of the 
Northwestern Electric, Pacific Power 
& Light and Portland General Electric 
companies will shortly be instituted 
in Clark County by the public utility 
district, the district commissioners re- 
cently announced. 

Official action came on June 15, when 
the commision ordered its attorney, D. 
Elwood Caples, and PUD manager, 
George Hibbert, to draw a resolution 
covering the procedure and proposed 
action. The action was approved at 
that time, but released a week later 
following the clearing of details, the 
commision reported. 

The district commissioners pointed 
out that negotiation between the district 
and the private utilities’ representatives 
had failed, following numerous offers 
and plans submited to cover the acqui- 
sition. The negotiations have covered 
a period of five years, the PUD officials 
declared, with nothing acomplished in 
the way of acquiring the properties in 
this manner. 

The resolution stated that negotia- 
tions had started with Sanderson and 
Porter, New York, to perform the 
necessary engineering service, includ- 





ing the complete inventory and evalu- 
ation of all the privately owned power 
properties functioning in the county 
with a view toward instituting and 
prosecuting proceedings in eminent do- 
main for the condemnation of the sys- 
tems in or appurtenant to Clark county. 

Clark County PUD No. 1, now serv- 
ing the great majority of the emergency 
housing area adjacent to Vancouver, 
has recently announced a reduction in 
resale rates to the FPHA and Van- 
couver housing authority which would 
save the federal and local agencies an 
estimated $45,600. 


Arkansas P. & L. to Buy 
Output of Norfork Dam 


Indications that the output of the 
Norfork Dam, on the North Fork of the 
White River, near Mountain Home, 
Arkansas will be sold to the Arkansas 
Power & Light Co. were seen in a re- 
quest by the Southwestern Power Ad- 
ministration, which will market Norfork 
energy, that the Federal Power Com- 
mission approve a schedule of rates 
for energy generated in the Norfork 
test period, now in progress. 

FPC approved the test rate schedule 
with the provision that it’ not extend 
beyond August 8. 
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When Norfork goes into commer 
operation, the third of SPA’s 4, 
hydro frojects will be on the line, ), 
son Dam, on Red River, Texas, y, 
into operation recently, its output y 
largely to Texas Power & Light; 

Grand River Dam, on the Grand R; 
in eastern Oklahoma, was in operai; 
when SPA was organized last sump, 
Norfork will add 35,000 kw. to Sp, 
capacity, raising it to 130,000 ky. 
the three plants. 
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Water Heater Production 
Given Approval of WI 


WPB opened the door to the may 
facture of electric appliances a |i 
wider last week when it approved 
manufacture of water heaters at an ap 
riual rate not to exceed 37 percd 
of the total manufactured between Jum 
1, 1940, and June 30, 1941. 

As with other civilian production p 
grams, WPB limited water heater p 
duction to those plants and mater; 
which can be diverted without dang 
to the war program. The 37 perce 
quota for water heaters was authoriz 
for civilian needs alone, and is in ad 
tion ‘to production for war or exp 
purposes. 

The program was ordered uni 
amendments to Order L 185, which 
covers these items, previously covered Bi, 1 
Order L-65. Other changes include 
right to use metal for heater jz 
rather than paper, which was fo 
less efficient. Production will be li 
ited to three sizes, with only one mo 
allowed per size. 


Co-op Fights Facilities 
Purchase by P. G. &} 


Carrying its fight to the state supren 
court to-prevent sale of the Charles 
East Electric Distribution System 
Humbolt county, Calif., to the Pacil 
Gas & Electric Co., the Redwood Ela 
tric Cooperative, Inc., recently asked 
mandate to compel the California R 
road Commission to consider its 0 
application for purchase of the propé 
ties. 

The cooperative asserts East | 
agreed to sell to it the 50 miles of li 
in the Redwood Empire for $80,000} 
fore making a later contract with P. § 
& E. Petition of the cooperative stat? 


it was organized to handle a $282,09% FC 
tommitment from the Rural Electrit@gy tri 
tion Administration for use in buyigg 19 
the East properties and extending am ti 
improving them to serve 325 familigj bo 
without central] station service. in 


EL 


Dam Dedication Ceremony 
Held at Denison, Texas 


speaker Sam Rayburn Attacks Critics of Government Plan to Sell 
bower from Project to Texas Power & Light Co.—$54,000,000 Structure 
ind Generating Plants Expected to Boom Industry in Red River District 


Denison Dam, the largest rolled-filled 
Jam in the United States, was dedicated 
uly 1 at ceremonies held at Denison, 
Texas. Members of Congress were 
principal speakers for the combined 
jedication and patriotic program at- 
ended by over 4,000 persons. 

The $54,000,000 structure, a flood- 
ontrol and power project on the Red 
River which separates Texas and Okla- 

homa, impounds a reservoir of 5,825,000 
acre feet which covers a surface area of 

45,500 acres. Seven hydro-electric gen- 
rators, of which one of 35,000 kw. 
apacity is already in operation, will fur- 
nish power which at present is being 
sold to the Texas Power & Light Co. 

Cll Sam Rayburn, congressman from the 
Denison district and Speaker of the 
House, in his dedicatory address de- 
nounced persons who had criticized the 
government’s contract to sell electricity 
to a public utility and explained that 
the contract is only for the duration and 
six months. Sale of power to a coopera- 


tive now is impossible, he said, because 
priorities prevent the use of copper and 
some other critical materials which 
would be needed. 

The Speaker told of the importance 
of the power project to the war effort 
and predicted that it would further the 
industrial development of North Texas, 
Louisiana, Oklahoma, and Arkansas 
and stimulate postwar employment. 

Congressman Wright Patman of Tex- 
arkana, whose district borders the Red 
River, asserted that the dam along with 
such projects as the new steel plant 
at Daingerfield, Texas, symbolizes the 
economic future of the Southwest. 

Other speakers were U. S. Senator 
Elmer Thomas of Oklahoma, Con- 
gressman Ed Gossett, Wichita Falls, 
Texas; Major Gen. Eugene Rey- 
bold, chief of U. S. Army Engineers; 
Sen. John McClelland of Arkansas; 
Congressman Paul Stewart of Okla- 
homa; and M. E. Ewing, Madill, Okla., 
representing the Red River Lake De- 


FOR IMPROVING LIVING—Esther Lee Bride, director of home service, Union Elec- 
tric Co., Missouri, receives from C. E. Michel, vice-president of the company, the 
1944 Laura McCall Award for outstanding achievement in the advancement of elec- 
tric living through home service. The award which carried with it $150 in war 
bonds was accepted on behalf of the company by Michel at the recent EEI meeting 
in New York 
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velopment Association, Thomas Suggs 
of Dallas, vice-president of the Texas & 
Pacific Railway, was master of cere- 
monies. 

Plans are being made to develop the 
dam area as a recreational center. Fish- 
ing will be allowed next year after 
11,000,000 fish have been planted. 


Quebec Hydro Head 
Dropped from Post 


French-Canadian resentment over a 
speech in the Senate made by Senator 
T. D. Bouchard, who two months ago 
was appointed chairman of the newly- 
formed Quebec Hydro, brought about 
his dismissal from the position recently. 
In his maiden speech in the Upper 
House, Mr. Bouchard launched a vigor- 
ous attack against those among his com- 
patriots who aim, he said, “to disunite 
the people on lingual and religious 
matters, to disrupt the Confederation 
and to abandon the humane North 
American conception of a large nation 
composed of different religious beliefs 
and racial origins.” 

Reaction to the Senator’s speech was 
immediate. Various French-Canadian 
senators and politicians denied his as- 
sertions, and Hon. Maurice Duplessis, 
leader of the Opposition in the Quebec 
Legislature, demanded his dismissal 
from the position of chairman of Quebec 
Hydro. Premier Godbout did so. 

Quebec Hydro was formed by the 
provincial government a few months 
ago when it expropriated the Montreal 
Light, Heat & Power Consolidated. 


Future Appliance Market 
Surveyed and Analyzed 


Future market possibilities in Greater 
Milwaukee are shown in the 1944 Con- 
sumer Analysis compiled by the Mil- 
waukee Journal. Several of the ques- 
tions give appliance design preferences 
on refrigerators and laundry equip- 
ment as well as a detailed analysis on 
the needs of repair or replacement of 
home equipment. 

Quick freezing units in the regular 
refrigerator was favored by 68.3 per- 
cent or 154,403 families, while 31.7 
or 71,663 families would like the quick 
freezer as a separate unit. It was 
found that 44.2 percent would like a 
completely automatic washer, 35 per- 
cent a practical easy-to-use ironer, and 
23.6 would like an automatic clothes 
dryer. 

The following gives an indication of 
the number of families where home 







































































y 
equipment needs major repair or re- 
placement; radios 27.5 percent, vacuum 
cleaners 19.5, washing machines 17.8, 
ranges 9.4, central heating plant 9.0, 
irons 8.5, toasters 8.3, refrigerators 8.0, 
mixers 3.6 and electric roasters 2.5 per- 
cent. 


New Lincoln PUD 
Formed in Oregon 


Central Lincoln Peoples’ Utility Dis- 
trict has become one of Oregon’s larg- 
est as the result of the annexation of 
the western parts of Lincoln, Coos, and 
Lane counties. Engineers are now com- 
piling data necessary for subdividing 
the new district to pave the way for 
an election of two new directors in 
November. 

Valuation data for the newly accepted 
portions of the district are being com- 
piled by Bruce Ambler, engineer, and 
will be referred shortly to directors 
for the formation of new sub-districts. 


N.A.P.A. Compiles Data 
To Save Coal Cost 


Forms for collecting information to 
be used in the selecting of coal for steam 
boiler plants have been issued by the 
National Association of Purchasing 
Agents. The most recent one represents 
an analysis of the information collected 
on the other forms, and gives the boiler 
plant limitations in respect to fuel, 
showing the field in which coal selection 
may be made. 

This form was added on the recom- 
mendation of Dr. C. J. Potter, Deputy 
Solid Fuels Administrator, who stated 
that he expected the engineers that he 
is sending to power plants for improv- 
ing economy and coal saving, to use 
these forms when making their surveys. 


Seeks to Refund Stocks 


To refund its outstanding 7 percent 
and $6 preferred stocks, the New York 
Power and Light Corp. has applied to 
the New York Public Service Commis- 
sion for permission to issue 240,000 
shares of new cumulative 5 percent 
preferred stock, $100 par value. 

In the petition also was sought per- 
mission for the Niagara Hudson Power 
Corp., parent company, to acquire 
55,200 shares of the new stock in ex- 
change for its present holdings of 
36,019 shares of the 7 percent preferred 
stock and 19,181 shares of the $6 pre- 
ferred stock. 


10 


Chicago. Headquarters 
Established by NERA 


The National Electrical Retailers’ 
Association has established headquar- 
ters in the Merchandise Mart in Chi- 
cago and has launched a drive for 
charter members among appliance, 
radio and lighting dealers. 

M. R. Rodger, as coordinator, will 
be in charge of the membership drive 





M. R.~Rodger 


and of setting up the program of the 
association. Plans now call for a board 
of directors, nominated and elected by 
members. There will be an advisory 
council and regional and local coordi- 
nators to build the association. C, B. 
Sikking, Springfield, Ill., dealer is 
president, and J. A. Cobbey, Chicago 
attorney, is acting secretary. 

Aims of the NERA as explained by 
President Sikking are: 

“To promote, attain and establish 
high ideals in merchandising of elec- 
trical products such as appliances, 
radio, lighting and other equipment. 

“Fo promote cooperation between all 
branches of the electrical industry for 
the broadening of markets thereby con- 
tributing to high national income and 
employment.” 

The association was incorporated as 
a non-profit organization in Illinois, 
April 18, to give the retail sales group 
in the Electric Industry a national or- 
ganization. 


More Funds Allocated 


New York State Electric & Gas Corp. 
has appropriated an additional half 
million dollars for rural electric line 
construction throughout its territory 
this year, Ralph D. Jennison, president, 
announced. An original million dollars 
appropriated for this work at the outset 
of 1944 either had been expended or 
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contracted for at the end of May, be 
said. 

In the January-May period the ¢oy. 
poration completed more than 500 miles 
of new distribution lines in territorie; 
served, At the end of May more thay 
275 miles had been released for cop. 
struction and at the same time more 
than 600 miles either had been ap. 
proved by the War Production Board 
(WPB) or was awaiting approval o, 
was under solicitation, he added. 


Ottawa Council Prevents 
Move to Buy Power Co, 


Ottawa city council has again denied 
the Ottawa Hydro-Electric Commission 
permission to open negotiations with 
the Ontario Hydro-Electric Power Con. 
mission for the purchase of the assets 
of the Ottawa Light, Heat, & Power Co, 
The denial came as a refusal by one 
vote to reconsider a motion defeated 
at a previous meeting. That the issue 
is not yet settled has been indicated 
by Alderman Hamilton who plans to 
introduce a motion at the next meet. 
ing asking the Ottawa Commission to 
approach the Ontario group to study 
the factors involved in the possible pur- 
chase. 





MEETINGS 


Previously Listed 


American Institute of Electrical Engineers—s- 
cific Coast technical meeting, Biltmore Hotel, 
Los Angeles, Calif., August 29-September |. 
H. H. Henline, national secretary, 33 W. 3% 
St., New York 18, 


International Association of Electrical yy oe 
Northwestern section, Olympian Hotel, Olympia 
Wash., Auaust 21-23: E. B. Morrison, secretary 
P.O. Box 70. Portland, Ore. Soe sec: 
tion, ree Hotel, Modesto, Calif., August 
28-30: H. Gerber, secretary, Room 205 City 
Hall, By Francisco, Calif. Western sectic 
Claypool co Indianapolis, Ind., September 
11-13; F. Moore, secretary, 320 N. Meridian 
. 38 ta sigan ind. Eastern section, DeWitt 
Clinton fee. Albany, N. Y., September 12-2: 

Squires, secretary, "85 John St., New 
York’ NM Y. Southern section, Ainsley Hote 
Atlanta, Ga., September 25-27: A. M. Miller 
secretary, 219 Governor St., Richmond 19, Ya. 


Edison Electric Institute — Accident prevention 
committee, E.E.1. headquarters, New York, N.Y 
September 12-13. Col. H. S. Bennion, managing 
director, 420° Lexington Ave., New York 17 
3 


IMuminating Engineering Society—Annuq! conver 
tion, Edgewater Beach Hotel, Chicago, 
September 14-16. _ D. Hinckley, executive 
secretary, 51 Madison Ave., New York 10, N.Y 


Indiana Electric Association—Annual fall meeting 
French Lick Springs Hotel, French Lick, Ind. 
September 20-22. . Hauser, secretary 
treasurer, 1414 Circle Tower, Indianapolis, !nd. 


Association of Iron and Steel Engineers—Annv2 
meeting, Wm. Penn Hotel, Pittsburgh, Pe 
September 25- 27. Brent Wiley, ponesia dr 
rector, Empire Bldg., Pittsburgh 22, 


Municipal Electric Utilities Association of New 
York State—Annual meeting, Lake Placid - 
Lake Placid, N. Y., September 26-28. T. / 
a ee secretary, 200 E. Third St., ‘Jamestown, 
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: On Supplying @ fe } Post-War Requirements... 
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When global war came, the electric light and power 
industry of the United States was ready—without 
rationing. It could and did meet the fantastic | 
requirements .... The needs of the electric light | 
and power industry in post-war times will be great, | | 
and when distribution materials and equipment are | 
needed Line Material Company will be supplying 
the best of the new along with the best of the old. 


Ly 





LINE MATERIAL COMPANY 
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PORTABLE IGNITRON—Reitz Coal Co., Colma, he 
stalled at its No. 3 mine a portable ignitr, ris | 
supplied by a bore-hole cable at 2,300 yoidimthree- 
a.c. to 275 volts d.c. for the trolley systemim carrie 
three mine-type cars. Built by Westinghouselm has © 
circuit breaker to eliminate oil hazards and @Mtransf 
to minimize fire danger. Picture shows the ¢ ater: 
heat exchanger system for cooling the recij 


FRIENDSHIP TOKEN—Presentation of gavel made of paneling from Cunard liner 
“Aquitania” to Chairman Ellery H. Raddin, New England Section of the Illuminating 
Engineering Society (left), by G. Redmond, Senior Third Officer, British Merchant Navy. 
R. L. Smart (Boston Edison), secretary of the section, is at the right. The Aquitania was 
an armed merchant cruiser and transport in World War I, was in Atlantic passenger 
service until] 1939, and again became a troop transport. Mr. Raddin (Champion Lamp 
Works, Lynn) received this gavel June 20 from Mr. Redmond, who in civil life is Liver- 


tati * d ° ‘ 
pool representative of Cryselco Ltd., Bedford, England, lamp manufacturers FIVE TONS OF PAPER—Richard Pierce (iMiibi:t). 1 


ger of the Northern Berkshire Gas Co. of Mand I 
System, stands behind the company truck youn: 
of North Adams, Mass., used in gathering of | 
in a one-day salvage drive 





PRAISED BY GOVERNOR—The Carolina Power & Light Co. and its employees were 
praised by Gov. J. Melville Broughton of North Carolina for their successful efforts in 
preventing sabotage to the utility system when he spoke at the presentation of a 
National Security Award to the company at Raleigh. Left to right: H. B. Robinson, vice- 
president of the company; Frank Daniels, Wake County chairman of Civilian Defense; 
Col. William S. Pritchard of Fort Bragg; Lt. Joseph Sibley. Navy representative: Governor 
Broughton: Major D. A. Herrin of the Fourth Service Command, Atlanta, who presented 
the award to President L. V. Sutton (at his left); Mayor Graham H. Andrews of Raleigh. 
and State Civilian Defense Director R. L. McMillan 
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24-TON MOBILE SUBSTATION—Built for the Puget Sound Power & Light Co. The unit has a rating of 2,500 kva with 
high-voltage connections of 52.8, 26.4 and 13.2 kv., and low-voltage deliveries of 12.47, 7.2, 4.16 and 2.4 kv. A 
retractable high-voltage disconnecting switch permits spreading the phases apart to provide the requisite electrical 
clearances at optimum voltage, with return to normal to meet road ciearances during transit when only fuses and 
arcing horns need be removed. The twelve-wheel trailer can be towed as fast as 35 miles an hour and was con- 
structed at the Pittsfield, Mass., works of General Electric 




















In a matter of hours, a CSP power transforme 


can be moved to a new load center. When the 


day of reconversion comes—just disconnect, roll 
onto a trailer-truck, take to a new platform, and 
reconnect. 






Westinghouse CSP Power Transformers 
contain in ONE UNIT... 



















transformer ® protection against 


circuit breaker —lightning 


voltage regulator —overloads 


metering —short circuits 


WHEN PEACE COMES... 


RECONVERSION n wove: 
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ompare this with the time required to move a 


. . . . . 7 
conventional single-feeder substation . . . with its i3 
: : 6 

43 major components. The Westinghouse CSP 8 
; 2 

power transformer makes reconversion easy and IS 


economical. It saves man-hours . . . permits prac- 
tically 100% salvage of the war-load installation. 
The Westinghouse CSP power transformer 


performs a// the functio onventional 
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and short-ch 
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arp Output Drop 
in Holiday Week 


he output curve moved downward 
ing the week ended July 8, 1944, 
-h included the July 4 holiday, ac- 
jing to figures released by the Edi- 
flectric Institute. The amount of 
ical energy distributed by the 
: and power industry during the 
; came to a total of 3,940,854,000 
‘br, as compared to the figure of 
»7.359,000 kw.-hr. for the previous 
which ended on July 1. Figures 
the week represented an increase of 
percent over the 3,919,398,000 kw.- 
distributed during the correspond- 
week a year ago. The output for the 
ilar week two.years ago was lower, 
g 3,428,916,000 kw.-hr. 

nly three of the seven major geo- 
shic regions of the country reported 
eases for the week over the corre- 
mding week last year. The New 
gland region took a plunge, report- 
a decrease of 12 percent under the 
responding week last year, as com- 
red with a gain of 0.6 percent for the 
« ended July 1. The Mid-Atlantic 


i Central Industrial states also con- 


ted increases into losses, the former 
wing a drop of 5.4 percent and the 
ter of 1.7 percent. 


Weekly Output Millions Kw.-Hr. 


944 1943 1942 

8 3,941 July 10 3,919 July Il 3,429 
| 4327 July 3 4,111 July 4 3,424 
24 4,325 June 26 4,120 June 27 3,457 
17 4,287 June 19 4,098 June 20 3,434 
10 4,265 June 12 4,040 June 13 3,464 
3 4,144 June 5 3,926 June 6 3,372 
7 4,292 May 29 3,990 May 30 3,323 
13 4,238 May 15 3,969 May 16 3,357 
6 4,234 May 8 3,904 May 9% 3,365 
29 4,336 May | 3,867 May 2 3,36 
2 4,344 Apr. 24 3,925 Apr. 25 3,273 
5 4,307 Apr. 17 3,917 Apr. 18 3,308 


Percent Change from Previous Year 








Week Ending 

July8 July! June 24 

England .... .... —A2S + 0.6 + 3.3 
‘Atlantic reese — 54 + 0.4 — 1.3 
al Industrial .... — 1.7 + 5.5 + 5.2 
t Contval 4........ —+ae + 5.7 + 6.2 
phern States ...... + 5.2 + 8.2 + 8.4 
ty Mountain ...... — 8.0 — 6.46 — 9.1 
Cees veswi +15.0 +15.6 +15.4 
tal United States. +05 +53 + 5.0 


pnadian Electrical Code 


to Appear in 5th Edition 


sub-committees are now at work re- 
ing the Canadian Electrical Code, 
tt I, preparatory to publishing the 
The revision is being 
ected by the Canadian Standards As- 
lation with headquarters in the 
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National Research Building, Ottawa. 

All proposals for revision should, if 
possible, be in the form of the actual 
text desired for incorporation as new 
or revised rules. They should be sub- 
mitted by Oct. 1 to W. R. McCaffrey 
at the above address in order to give 
the committees time to consider them 
thoroughly. 
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Utility Coal Consumption 


Electric utility power plants con- 
sumed 6,117,299 tons of coal in May, 
1944, the Federal Power Commission 
has reported. Coal stocks of electric 
utility power plants as of June 1, 1944, 
were 19.9 percent less than stocks of the 
same date last year. 
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Sammis Takes Office As 
Ohio Edison President 


Walter H. Sammis, who was re- 
cently elected president of the Ohio 
Edison Co. to succeed A. C. Blinn 
(Evectrica, Wor.p, July 8, page 95) 
has been vice president of the Ohio 
utility since 1933. A native of the 
village of Hempstead, Long Island, and 
a graduate of Columbia University, Mr. 
Sammis obtained his first employment 
in the utility industry as an electrician’s 
helper with the Brooklyn Rapid Transit 
Co. after World War I. Then he be- 
came a switchboard operator in a steam 
electric plant of the Public Service 
Electric & Gas Co. in Jersey City, 
N. J. In 1920 he joined the engineer- 
ing staff of Consumers Power at Jack- 
son, Mich., and in 1922 was made power 
sales engineer for that company. He 
was employed by C. H. Tenney & Co. 
of Boston in 1925 on power sales and 
rate analysis work for various electric 
utilities. He rejoined Consumers Power 





in 1926 and three years later went to 
New York with a predecessor of the 
Commonwealth & Southern Corp., hold- 
ing company for Ohio Edison. 
Beginning in 1933, he became closely 
associated with the operations of both 
Ohio Edison and Pennsylvania Power 
companies as vice president and presi- 
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A. C. Blinn 


dent, respectively of the two utilities. 
He was elected a vice president and 
director of the Commonwealth & South- 
ern Corp. in 1938. He resigned from 
this position and as a director and 
vice president of Consumers Power Co. 
to take up his new duties in Akron. 

Mr. Sammis is well known in public 
utility circles and has taken an active 
part for many years in matters per- 
taining to the growth and development 
of the light and power industry. He 
is on the board of directors and also 
the executive committee of the Edison 
Electric Institute. 

Mr. Blinn, who was elected chairman 
of the board of Ohio Edison Co., has 
been identified with that utility and its 
predecessors since 1916. He went to 
Akron at that time as vice president 
and general manager of the Northern 
Ohio Traction & Light Co. He brought 
about the enlargement of that company 
and was active in the consolidation in 
1930 of the Ohio Co. with the Pennsyl- 
vania-Ohio Power & Light Co., into 
the Ohio Edison Co. Mr. Blinn was 
made vice president and general man- 
ager of the new company, succeeding to 
the presidency in 1938. 


> Epwarp T. Aucustine has been ap- 
pointed assistant chief engineer of the 
Western Massachusetts Electric Co., 
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with headquarters at Springfield, ) 
Augustine spent 17 months in the t 
ing departments of General Electr, 
Schenectady and Pittsfield, and {,, 
1926 to 1929 was meployed by the Ph 
delphia Electric Co. in the electyj 
engineering department. He joing 
the Western Massachusetts (o, 
panies’ organization in 1929 as syg 
planning engineer, and in 1932 
transferred to Pittsfield as distr; 
engineer. 
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J. B. Hayes New President 
of Canadian Groy 


(See Front Cover) 













James B. Hayes, who was elects 










































president of the Canadian Electr co 
Association at the annual meeting he sigs 
recently at Murray Bay, Quebec, | al 
been general manager of the No idet 


Scotia Light & Power Co., Halif Co. 
since 1929. che 
A native of Nova Scotia and a gradi .-., 
ate of the Nova Scotia Technical Col «41 
lege, Mr. Hayes, following service #% p,, 
World War I, joined the staff of ti }03 
Nova Scotia Light & Power Co. as a jee 
engineer of maintenance way. At thal | o 
time—1920—the company was operate ‘ 
under Stone & Webster Corp. and i |,, 
1922 Mr. Hayes went to Boston af na 
spent a year in the main office of Stoll we! 
& Webster. In 1923, he was transferreii .y} 
to the Jamaica Public Service Co. a jj, 
Kingston, as assistant manager. =a 
Subsequent assignments in the Stool w, 
& Webster organization included Foul 59, 
Madison, Iowa, as manager of the For 
Madison Electric Co. in 1924 and 4 
assistant to the president of the Vir 
ginia Electric & Power Co. in Ric py 
mond the following year. In 1927, MMMM acs 
was transferred to Norfolk, Va, ai of 
general superintendent of transportal (po, 
tion for this division of the company— to 













the position from which he resigne@ diy 
to become general manager of the Noval wy 
Scotia properties. He 
° J. 

Pu 

C.W.E.A. Appoints DeBoer » 
to Direct Activitiegg, , 

D. J. DeBoer has been apointed dig ne 
rector of the Copper Wire Engineer vic 
ing Association, with headquarters imm le 


St. Louis, Mo. 

Mr. DeBoer brings to his new pos 
tion extensive experience in the ele 
trical field, Following graduatioggy 2¢ 
from the South Dakota State Collergm th 


in 1922, Mr. DeBoer spent more thug ap 


four and one-half years in the centragm ra 
station engineering department of (gm ga 
General Electric Co. at Schenectaty 
N. Y. From there he went to Sarget 
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& Lundy, Inc., Chicago, working on 
layouts, estimates, specifications, de- 
sign and construction of power plants 
and substations. In 1934 he became 
identified with the Harza Engineering 
Co. at Columbus, Neb., and was in 
charge of the engineering work for the 
transmission lines and high voltage sub- 
stations for the Loup River Public 
Power District, and from December, 
1936, up to the present day he has 
been chief electrical engineer of the 
Loup River District, Columbus, Neb. 

Some of his other duties during the 
last few years have been operating 
manager of the eastern division of the 
Nebraska Public Power System and con- 
sulting engineer of the Consumers Pub- 
lic Power District at Columbus. For 
more than a year he was loaned to the 
War Production Board and was chief 
power engineer, power division, OWU. 


>Rosert C. Hur, for the past year 
assistant to president Tom P. Walker 
of the Council of Electric Operating 
Companies in Washington, has resigned 
to become manager of the appliance 
diviston of the National Electrical 
Wholesalers Association in New York. 
He will enter his new job July 15. 
J. G. Bariesas, formerly of the Virginia 
Public Service Co., remains as assistant 
to Mr. Walker. 


> Harry C. Rankin, laboratory engi- 
neer of the New England Power Ser- 
vice Co., Providence, R. I., has been 
elected president of the Providence 
Engineering Society. 


> Currorp H. Wyman, formerly man- 
ager of the Chicago district office of 
the Dugas Engineering Corp., has been 
appointed sales manager of the corpo- 
tation. Prior to joining the Dugas or- 
ganization in 1941, Mr. Wyman was 
employed by the Standard Oil Co. of 


Indiana. 





OBITUARY 
Daniel C. Green 


Daniel C. Green, whose death was 
announced in E.tectricat Wortp, July 
8, page 98, was an outstanding figure 
in the electric light and power field for 
a number of years. He entered the 
electrical industry as an employee of 
the Allis-Chalmers Manufacturing Co., 
but he left the manufacturing branch 
to join the San Diego Consolidated Gas 
& Electric Co., a Byllesby property. 
During his association with the Byllesby 
interests he held executive positions at 
Albany and Marshfield, Ore.; Everett, 
Wash., and Fort Smith, Ark. 

He became identified with the Elec- 
tric Bond & Share system in 1923 when 
he was appointed vice-president and 
general manager of the Utah Power & 
Light Co., a position he relinquished in 
1929 to associate himself with the New 


York office of Electric Bond & Share 
in New York. The following year he 
was elected a vice-president of Bond & 
Share. In 1933 he resigned to become 
court-appointed trustee of the Middle 
West Utilities Co., central unit in the 
Insull utility system, then in the process 
of reorganization. He served as presi- 
dent of the new company, the Middle 
West Corp., until 1937. From 1938- 
1942 he was president of the Central 
Service Corp., Chicago, a service unit 
formed in 1938 to supervise the operat- 
ing and management activities of the 
Utilities Power & Light Corp. He then 
became chief executive of the Cleveland 
Pneumatic Tool Co., the position he 
occupied at the time of his death. 

In whatever territory Mr. Green was 
located, he participated in the activities 
of the Tepresentative electrical. associa: 
tions of that region. He was prominent 
in the old National Electric Light As- 
sociation, served as president of the 
Arkansas Utilities Association while in 
that state and as president of the 
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Northwest Electric Light and Power 
Association during his connection with 
the Utah properties. 


> Primus C. CrarK, president and 
founder of the Clark Controller Co., 
Cleveland, Ohio, died on July 8 in 
that city at the age of 71. Born in 
Lafayette, Ind., Mr. Clark started his 
career in the electrical manufacturing 
field with the Wellman Seaver Morgan 
Co., in Cleveland, which later was 
merged into the Electric Controller & 
Manufacturing Co., of which Mr. Clark 
became vice-president and treasurer. 
In 1925 he formed the Clark Controller 
Co. 


> Donatp A. Pierce, engineer, induc- 
tive co-ordination, Public Service Co. 
of Northern Illinois, Chicago, died on 
June 28 after an illness of several 
months. Mr. Pierce had been active 
in the joint development and research 
work between the Bell Telephone Sys- 
tem and the Edison Electric Institute. 


> C. L. Sanpstept, vice-president and 
treasurer, Northwestern Public Service 
Co., Huron, S. D., died on June 28 at 
Beulah, N. D., following a stroke. 


> Croyp M. CHAPMAN, engineer and 
one-time associate of the late Thomas 
A. Edison, died at Glen Cove, Long 
Island, on July 2 at the age of 68. 
Mr. Chapman became associated with 
Mr. Edison after the Spanish-American 
War and served as an assistant in his 
laboratory from 1899 to 1905. He then 
joined Westinghouse, Church, Kerr & 
Co., where he was responsible for de- 
sign and construction work and was 
engineer of tests. Since that time he 
has been in the consulting engineering 
field. Mr. Chapman served as president 
of the American Society for Testing 
Materials in 1932 and four years ago 
was awarded an honorary membership 
by the society in recognition of his 
work in developing a system of medical 
X-ray photography. He also served as 
vice-president of the American Stand- 
ards Association from 1929-31 and 
chairman of the A.S.A. standards coun- 
cil from 1931-33. Mr. Chapman was a 
member of the Edison Pioneers. 


> Gustavus C. Crawrorp, for 33 years 
an electrical engineer with the Bell 
Telephone Laboratories in New York, 
died in East Orange, N. J., on June 
28 after a year’s illness. He was 68 
years of age. Mr. Crawford retired 
three years ago. He was born in New 
Brunswick, Canada, and was graduated 
from the University of New Brunswick 
in 1900. 
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Westinghouse Net 
Totals $8,631,690 


Westinghouse production for the first 
five months of this year was 21 percent 
ahead of the same period last year, with 
net sales billed amounting to $325,- 
817,736. Net income as of May 31, 
1944, was $8,631,690, compared with 
$7,476,663 in the first five months of 
1943. 

Production demands for new types of 
weapons developed by Westinghouse in 
co-operation with the armed services 
were largely responsible for increasing 
the company’s orders received during 
the first five months of this year 6 per- 
cent over the same period in 1943. 

Orders received as of May 31 this 
year totaled $384,769,328, compared 
with $360,674,274 for the first five 
months of 1943. “For military reasons,” 
explained A. W. Robertson, chairman 
of the board, in reporting to the com- 
pany’s directors, “it is impossible to 
give any specific information about 
these new weapons, but it can be said 
that they are powerful and effective 
beyond anything of their kind hereto- 
fore invented .. .” 


Increase, Dividend 


Authorization for an increase in cap- 
ital stock of 295,000 shares, making a 
total of 1,200,000 shares authorized, and 
a dividend of 25 cents per share on the 
common stock have been announced by 
Sylvania Electric Products Inc. 

Stockholders voted the increase in 
capital stock at the recent annual meet- 
ing at which it was reported that 1944 
first-quarter sales amounted to $18,- 
829,198, an increase of 49 percent over 
the corresponding period of last year. 


Carrier Gets VT Loan 


Carrier Corp. has entered into a two- 
year VT loan and credit agreement 
permitting it to borrow up to $12,000,- 
000 against war contracts. This new 
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ANUFACTURING 


Sylvania Announces Stock 


arrangement, the company, has ex- 
plained, takes the place of the V loan 
of $4,500,000 obtained in March, 1943. 


Proctor Swap Plan Boosts 
Sale of War Stamps 


More than $10,000,000 worth of war 
stamps have been sold as the result of 
the “Proctor Swap Plan,” R. M. Oliver, 
assistant to the president of the Proc- 
tor Electric Co., of Philadelphia, esti- 
mates. The plan involves trading in 
idle electrical appliances to dealers for 
war stamps. The dealer than puts them 
in condition and _ resells them. 
“Thousands upon thousands of families 
have obtained sorely needed appliances 
which they could get in no other way 
and would have had to do without,” 
said Mr. Oliver. 

An example of what has been done is 
the result obtained in Pittsburgh, where 





















the Duquesne Light Co. adopted 1). 
Proctor plan. A recent checkup showe, 
that 15,606 appliances, valued at $253. 
810 have been “swapped.” 


G.E. Orders Decrease 
14 Percent in ‘44 


Orders received by General Electric 
Co, during the first six months of thjs 
year amounted to $811,023,000, com. 
pared with $941,529,000 in the cor. 
responding period of 1943, a decrease 
of 14 percent. 

During the first quarter the drop 
amounted to only 7  percent—from 
$422,047,000 in 1943 to $391,901.00 
in 1944—but in the second quarter the 
decrease amounted to 19 percent, 
$519,482,000 in 1943; $419,122.000 in 
1944. 

Cancellations and adjustments, ap. 
plying to orders booked during the cur. 
rent and prior years, amounted to $267.. 
000,000 in the first six months of this 
year. 


Open New Western Offices 


Edison General Electric Appliance 
Co., Chicago, has opened westem 
regional headquarters in the Westem 
Merchandise Mart, 1355 Market St. 
San Francisco, under the direction of 
Ward R. Schafer, recently named re. 
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SILICONE INSULATION—Both motors shown produce 10 hp. at 1.750 rpm. The 
left hand motor is made with high temperature silicone insulation and operates a! 
175°C. while the right hand motor is made with Class A insulation and operates 
at 105°C. Small motor weighs 210 lbs. and the big one, 410 Ibs. 
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gional sales manager. The region com- 
prises the Los Angeles, Salt Lake City 
and Seattle districts. 


Rubber-Vinyl Resins 
“Wedding” Announced 


The “wedding” of synthetic rubber 
and a plastic—producing a vulcaniza- 
ble new material having “most of the 
best properties of each”—was an- 
nounced recently by the chemical divi- 
sion of the B. F. Goodrich Co. 

Chief advantages of the new blend 
are: resistance to sunlight and ozone 
effects, increased resistance to various 
strong solvents, flexibility at low tem- 
peratures, heat resistance, improved 
flexing life, and greater tear resistance 
and resilience, said William S. Rich- 
ardson, general manager of the division. 

“One of the industry’s goals has long 
been the creation of a material having 
the extraordinary resistance to oxida- 
tion and chemicals possessed by the 
modern polyvinyl chloride resins, com- 
bined with the qualities that can be 
given to rubber through vulcanization,” 
Richardson explained. “These new com- 
pounds represent a successful marriage, 
to that end, of this type of plastics 
with certain butadiene-type synthetic 
rubbers.” 

Compounds to be available, subject to 
WPB allocation, are mixtures of the 
Akron company’s new “Geon” vinyl 
resins and Hycar oil-resistant synthetic 
rubber, in which butadiene and acry- 
lonitrile are principal ingredients. 

“Vulcanizable blends ranging from 
75-25 to 50-50 ratios by Hycar and 
Geon are processable by standard rub- 
ber industry techniques. Compositions 
made from these blends can be ex- 
truded, molded, calendered or spread, 
and a mirror-like finish can be pro- 
duced,” he added. 

Products in which these combinations 
have advantages include: jackets for 
insulated wire and cable; shoe soling: 
hose covers; extruded and molded parts 
for autos and airplanes where resistance 
to sun, ozone, solvents, heat and cold 
is important, and scores of articles 
used in industrial processes. 


Edison Leases N. J. Plant 


Negotiations have been completed by 
Thomas A. Edison, Inc., for the leasing 
of the plant formerly occupied by the 
U. S. Hammered Piston Ring Co., at 
Morristown, N. J., which will be util- 
ized immediately for the production of 
war materials, The plant is one story 
high and has approximately 10,000 sq. 
ft. of manufacturing space. 


Field Reports on Business 


Demand exists for a wide range of electrical supplies, including wiring mate- 
rials, fuses and small lots of electric cable. Lighting equipment is one of the 
features of the electrical market, government needs absorbing available 
fluorescent fixtures. Retail trade continues active. 


CHICAGO 


Building construction during the month 
of May led the field in the proportion of 
its gain over the same period last year when 
compared with other principal lines of 
Chicago business activity. In the number 
of contracts awarded for new projects in 
Cook County there was an increase of 80.2 
percent over last year. Factory payrolls 
were 16.7 percent up with slightly less than 
a two percent gain in the number of persons 
employed. This increase in wages had its 
effect in retail circles; department store 
sales mounting 13.8 percent. 

The electrical department of the City 
of Chicago recently advertised for bids on 
82,000 ft. of wire and cable, and 500 street 
light lamp posts which city spokesmen char- 
acterized as normal maintenance and re- 
placement needs. The cable needs were 
divided into three groups: 50,000 ft. of 
No. 8, single-conductor 1,500-volt lead- 
sheath parkway cable; 20,000 ft. single- 
conductor, No. 8, 5,000-volt, rubber-in- 
sulated, lead-sheath cable and 12,000 ft. of 
No. 8, rubber, insulated single braid cov- 
ered wire. 

Activity during June in essential indus- 
trial plant construction in the Chicago area 
as well as in expansion of existing war 
plants and the acquisition of vacant manu- 
facturing space was valued at $6,127,500. 
This brings the total of industrial develop- 
ment in the Chicago area to $48,678,246 for 
the first six months of this year. 

The Sanitary District of Chicago will 
begin work soon on remodeling and im- 
proving a power substation, including erec- 
tion of a switchtower, duct lines and in- 
stallation of addition equipment, it is re- 
ported. 


NEW ENGLAND 


New England rubber plants are operating 
at a high rate of activity and are receiving 
allotments from the DPC for additional ma- 
chinery. Danbury, Conn., Rubber Co., Inc., 
has been awarded a contract amounting to 
$55,000 to be sued for new equipment; this 
allocation makes the sixth received by New 
England rubber plants during the first half 
of 1944. An electrically operated conveyor 
and paper baling machinery are to be 
bought at a cost of $15,000 and installed 
in the Cambridge (Mass.) incinerator. 
More lighting installations are in the offing 
with the rushing of work on several New 
England army airports. 

The demand for fluorescent fixtures is 
steady with the government services taking 
all available supplies of desk and portable 
models. Electric fan orders are to the fore; 
one group of 365 units, both 12-in. and 
24-in. sizes was bid by a Massachusetts 
company. 

A wide range of electrical supplies at- 
tracted attention of bidders last week. Wir- 
ing supplies, fuses, friction tape, and small 
lots of electric cable were priced. Orders 
placed by Navy bureaus included about 
$11,530 worth of small switches to a Mas- 
sachusetts manufacturer; over $90,000 in 
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magneto accessories to a prominent New 
England company; a heat treating furnace 
with accessories to the Bellis Co., New 
Haven; galley range type motors; electric 
blowers; and radio supplies. 


PACIFIC COAST 


Changing strategy of the war is directly 
attributable for such Pacific Coast elec- 
trical business as conversion of a group of 
tankers to troopships, resulting in orders 
covering marine lighting equipment at over 
$5,000 per ship. However, such potential 
business is decreased by the prospective re- 
lease of accumulated emergency stocks of 
wiring and roughing-in material. For ex- 
ample, the fuses carried by some war plants 
and yards exceed in scope and quantities 
the stocks of the average wholesaler, and 
recently 200,000 feet of one inch rigid iron 
conduit was offered for sale by a Nevada 
plant, with other quantities and fittings 
in proportion. 

Major Government construction recently 
reported covers various Army air field ex- 
tensions, aggregating $3,000,000 and in- 
cluding much floodlighting. 

Orders include $40,000 of fractional 
horsepower motors for a pump manufac- 
turer; $20,000 of heavy machinery replace- 
ment parts for Mare Island; $22,000 of 
welding sets and electrodes; ten 60-kw. 
generators and ten spare armatures, total- 
ing $45,000, for Government installation; 
200 portable current transformers for a 
naval supply depot; seventy-five 1-hp. mo- 
tors for Naval technical installation; and 
three hundred 500-kva. transformers for a 
utility central stock. Line construction 
business includes a $13,945 award for 3/0 
aluminum cable extension on wood poles to 
the Colorado-Big Thompson substation at 
Prospect Valley, and a $69,168 award for 
65 miles of single-phase REA line in Linn 
County, Oregon. 


NEW YORK 


The business news is a mixture of urgent 
demands and cutbacks, the National City 
Bank of New York reports in its July re- 
view of general business conditions. With 
the situation mixed, it is not surprising, the 
report states, that progress toward recon- 
version and expansion in civilian output is 
halting. 

Civil engineering construction volume in 
the continental U. S. totaled $18.922.000 for 
short week due to the Fourth of July holi- 
day. This volume was 55 percent below 
the corresponding week last year as re- 
ported to Engineering News-Record and 
compared with $34,477,000 for the preced- 
ing week. Private construction was 42 per- 
cent lower than a year ago, and public work 
was down 56 percent as a result of the 
62 percent drop in federal volume. 

The week’s construction brought 1944 
volume to $910,752.000, a decrease of 51 
percent from the corresponding period last 
year. 

: Retail trade continued very active in the 
Metropolitan area last week, with buying 
well sustained after the July 4 holiday. 
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SEC DECISIONS-—HEARINGS 


The Securities and Exchange Com- 
mission, in a series of orders recently 
issued affecting electric utility com- 
panies: 


Has pIsAPPROVED four plans filed in con- 
nection with the reorganization of the Port- 
land Electric Power Co. under the Bank- 
ruptcy Act, proposing as an alternative an- 
other solution designed to meet the prob- 
lems involved. The commission gave the 
company 60 days in which to file amended 
plans and said that if amendments were 
not forthcoming it would consider placing 
the SEC’s own plan before the courts. The 
plan proposed by the SEC, in general, 
would take care of the total claims of bond- 
holders and compensate the holders of 
prior preference and first preferred stock as 
far as possible out of any “excess values 
immediately available and further out of 
any benefits recovered from three pending 
lawsuits.” The SEC added: “As it appears 
that P.E.P.Co.’s second preferred stock and 
common stock are not entitled to receive 
anything even under the most optimistic 
assumptions, our proposal gives no recogni- 
tion to their class.” 


DENIED APPLICATION of the Associated 
General Utilities Co. for permission to use 
$150,000 of its cash funds to acquire and 
retire part of its outstanding bonds and 
debentures, suggesting that because the 
company knew that sooner or later it would 
have to go out of business, the “fair and 
equitable way to apply the cash to the re- 
duction of the debt is to make a pro rata 
distribution of such cash to the public bond 
and debenture holders, and we think such 
a distribution could be made under Section 
11 (e) of the act.” 


Has approvep Oklahoma Power & Water 
Co.’s proposal to issue $850,000 face amount 
of 2 percent promissory notes secured by 
$1,200,000 principal amount of its 5 percent 
bonds to certain banks in exchange for 334 
percent notes to July 27, 1944, in the same 
principal amount: held by the banks. 


RELEASED RESTRICTION on the Luzerne 
County (Pa.) Gas & Electric Corp., pro- 
hibiting cash dividends on and distributions 
or retirements of common stock out of 
earned income until an earned surplus of 
$1,500,000 has been accumulated. Luzerne 
had asked removal of the restriction, which 
was ordered May 27, 1941, because of the 
company’s improved financial condition and 
because a Pennsylvania Public Utility Com- 
mission order of Feb. 7, 1944, substantially 
duplicates the SEC restriction. The cor- 
poration is a subsidiary of the United Gas 
Improvement Co. 


APPROVED PAYMENT to the Islands Gas & 
Electric Co. by two subsidiaries—Compag- 
nie d’Eclairage Electrique des Villes de 
Port-au-Prince et du Cap Haitien and Com- 
pania Electrica de Santo Domingo—of not 
more than $100,000 and $500000 respec- 
tively on demand notes held by Islands Gas. 
Proceeds will be used to retire Islands Gas 
Series B ten-year 4 percent secured bonds. 
The Consolidated Flectric & Gas Co., 
owner of all Islands Gas’ securities, would 
devote the proceeds to open-market acquisi- 
tion of outstanding Southern Cities Utili- 
ties Co. bonds. assumed bv Consolidated 
Electric. An additional $300,000 in tax sav- 
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ings will be used by Consolidated Electric 
to acquire either its own or Southern Cities 
bonds on the open market. 


GRANTED EXTENSION to September 1 to 
the Buffalo, Niagara & Eastern Power Corp. 
to complete a transaction with its wholly 
owned subsidiary, the Lockport and New- 
fane Power & Water Supply Co. The com- 
mission on May 2 gave Buffalo, a sub- 
sidiary of Niagara Hudson, 60 days for 
arranging a closing agreement with the 
Commissioner of Internal Revenue for for- 
giveness of open account indebtedness of 
$285,000 owing to it by the Lockport & 
Newfane Co. 


Has EXTENDED from June 5 to August 
5 time within which Northern Indiana Pub- 
lic Service Co. should conclude purchase of 
electric and gas properties of La Porte Gas 
& Electric Co., a United Light & Power Co. 
subsidiary, and purchase of heating prop- 
erties of La Porte Gas & Electric by La 
Porte Heat Corp., a subsidiary of Northern 
Indiana Public Service Co. 


Applications Filed 


Potomac Eptson Co. has proposed that 
it be permitted to acquire from Republic 
Service Corp., all its security holdings in 
four utility companies for a basic price of 
$1,936,069 plus adjustments. The securities 
which Potomac proposes to acquire consists 
of 39,400 shares of common stock of the 
Page Power Co., 7,600 shares common 
stock of the Madison Power Co., 2,800 
shares of common stock of the Massanutten 
Power Co., and 700 shares of common 
stock of the Massanutten Water Corp. 


Uran Power & Licut Co., a subsidiary 
of the Electric Power & Light Corp. in the 
Electric Bond & Share Co. system, has 
sought approval of the proposed sale of a 
steam-electric generating plant and other 
facilities in Green River, Wyo., to the 
Southern Wyoming Utilities Co. for $250,- 
000 in cash. Utah Power told the SEC 
proceeds would be used to reduce its out- 
standing debt. 


American Gas & Evectric Co. has sought 
approval of the proposed purchase from the 
Republic Service Corp. of all of the out- 
standing securties of the Holston River 
Power Co. for approximately $731,000 in 
cash. The securities consist of 7,136 shares 
og $100 par value common stock. Holston 


UTILITY REPORTS 


Net Income 
944 1943 


tAmerican Power & Light 
and subs. $14,960,767 $13,369,902 
*California El 
Warr ope rete 1,288,886 977 035 
*Cons. Gas Elec. Light & 
Power (Balto.) and sub. 6,556,802 6,078 432 
*National Power & Light 
and subs. 4,137,116 
*Nebraska Power 1,613,557 
*Northwestern Electric ... 641,882 
*Texas Electric Service... 1,673,006 
*Texas Power & Light. 2,689,471 
tUtah Power & Light and 
We seeess Sake drpdh 2,322,192 
*Washington Water Power 
and sub. 2,556,229 
*Twelve months ended May 31. 
Twelve months ended April 30. 


operates properties in the southweste, 
part of Virginia. 


Montana-Dakota Utilities Co. has fil, 
a registration statement, covering 20,894 
shares of $100 par value 5 percent cum, 
tive preferred stock. The entire proceg; 
will be used to redeem the company’s oy 
standing $1,950,000 of 344 percent note 
due serially at the rate of $390,000 , 
March 15 each of the years 1946 to l95 
inclusive, and together with general {ynj 
of the company to redeem outstandiy 
$390,000 of 2% percent serial notes 4; 
March 15, 1945. 


Hearings Scheduled 


Juty 11: On New Orleans Public Servicg 
Inc.’s, proposed sale of $34,500,000 fj 
mortgage bonds and 77,798 shares of pre 
ferred stock. 


Juty 14: On proposed property transac 
tions involving the Arkansas-Missouri Powe 
Corp., the estate of the Inland Power 
Light Corp., represented by John E. Dwyer 
trustee, and Central States Edison, Inc., al 
holding companies. Under the propose 
changes Central States would cease to } 
a holding company and become an » 
erating company. 


Jury 14: On proposal of Centra! Stat 
Edison, Inc., to acquire the investment o 
Inland Power & Light Corp., in its sub 
sidiary, Missouri Edison Co. 


July 17: Reconvened hearing has bee 
called on an amended reorganization p 
by United Corp. United proposes now 
exchange for each shares of its $3 cumu 
tive preference stock and back dividend 
1.8 common shares of the Philadelphi 
Electric Co. instead of 144 share of Phi 
delphia Electric common, one-quarter sharé 
of Delaware Power & Light Co. comm 
stock and $3.75 in cash. 


Jury 21: On applications of Associate 
Electric Co. and its subsidiary, Missou 
Southern Public Service Co. on latter’s sel 
ing all its physical assets to New-Mac Ele 
tric Co-operative, Inc. for a base cash coi 
sideration of $170,000. One hearing w 
held last year and the SEC has just issued 


and order reconvening the hearing. 


Idaho Power Authorized 
to Issue Preferred 


Federal Power Commission has an 
nounced its order authorizing the Idaho 
Power Co. of Boise, Idaho, to issue 
within 60 days 60,587 shares of pre 
ferred stock, $100 par value, with cumv- 
lative dividends at the rate of 4 percent 
per annum, and voting privilege of fie 
votes per share, at an offering price 
of not less than $102 per share. 

The purpose of the proposed issut 
is to enable the company to finance 
the retirement of its presently outstand- 
ing 60,587 shares of preferred stock 
at $110 per share plus dividends to the 
date of redemption, consisting of 32.1% 
shares of 7 percent preferred stock. 
$100 par value, and 28.457 shares of % 
preferred stock no par, with a stated 
value of $100 per share. 
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ys REA Will Spur 
Post-War Market 


ial Electrification programs cost- 
edi $3,502,472,000 ‘and providing 
notedmricity for 5,131,483 new rural con- 
0) ollikers in the United States are fore- 
195M by post-war planning committees 
fund... yarious states sponsored by the 
“de ment of Agriculture, the Curtis 
“BBishing Co. has reported. 

dies carried out by the research 
ment of “Country Gentleman,” 
senting a consensus of consumers, 
ate power interests and others show 
1 the $3,502,472,000 expenditure 
d provide for 1,751,752 miles of 
costing $1,590,315,000, another 
389,000 for wiring, plus new mar- 
; for $960,286,000 worth of farm 
electrical equipment and $380,- 
000 worth of plumbing equipment. 
he report indicates expenditures of 
program by states, as follows: 


$24,994,000 
7,581,000 


a. eee GaSb. 'e 9c 
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114,247,000 
147.938.0004 


Includes cost of line construction only. 
Not given. in State Report. Based on 
imates of Rural Electrifi-ation Administra- 


Estimates of Rural Electrification Admin- 
ration used. 


le Hour-Rate Due July 17 


The Federal wage order making a 40- 
nt minimum hourly wage rate manda- 
ry in the Communication, Utilities 
d Miscellaneous Transportation In- 
istries will become effective on July 
. L. Metealfe Walling, administrator 
the wage and hour division, depart- 
ent of Labor, has announced. 


Sales Opportunities 


Missourt—Chevrolet Division, General 
Motors Corp., 3809 North Union Ave., St. 
Louis, will convert part of local plant for 
production -of large artillery shells, for 
which contract said to total approximately 
$25,000,000, has been secured from Army 
Ordnance Department, Washington, D. C. 
Work will include three large additions to 
present buildings and new one-story struc- 
ture to be used as a forge shop. Plant will 
be completely retooled. Cost estimated 
about $15,000,000, with heat-treating fur- 
naces and controls, machine tools and other 
machinery, electrical equipment and mis- 
cellaneous facilities. Work will be carried 
out at once. Main offices are at 3044 West 
Grand Blvd., Detroit, Mich. 


Iowa—Iowa Public Service Co., Sioux 
City, plans rebuilding of portion of power 
substation recently damaged by fire. An 
official estimate of loss has not been an- 
nounced. 


Ca.irorniAa—Construction Service, Vet- 
erans’ Administration, Washington, D. C., 
plans four large multi-story additions to 
hospital, including complete electrical 
equipment and facilities, with underground 
conduit lines, power substation extensions, 
electric elevators, exterior lighting installa- 
tion, outside overhead distribution lines and 
other equipment. Estimates of cost are 
being made. Bids will be asked in near 
future. 


PEeNNsyLvANiIA—Aviation Corp., Lycom- 
ing Division, Williamsport, manufacturer 
of aircraft engines, will carry out expansion 
in plant for production for government, in- 
cluding additional buildings with machinery 
and electrical equipment. Cost about $985,- 
000, with financing by Defense Plant Corp. 


I_t1nois—lIllinois Northern Utilities Co., 
Dixon, has plans under way for extension 
in 33,000-volt transmission line, approxi- 
mately 30 miles. It is understood that ap- 
plication will be made soon for a priority 
rating. No official estimate of cost an- 
nounced. 


New York—Endicott-Johnson Corp.. En- 
dicott,. manufacturer of boots and shoes, 
will make extensions in power house, in 
connection with new plant for production 
of rubber soles and heels. Insta!lation will 
include new 850-hp. boiler and auxiliary 
equipment. Power substation facilities also 
will be enlarged. Entire project will cost 
approximately $2,000,000, with machinery 
and electrical equipment. Elwyn E. Seelye 
& Co., 101 Park Ave., New York, N. Y., 


are consulting engineers. 


FLorina—War Department, Washington, 
D. C., has authorized early construction of 
new hangar and test shop estimated to cost 
about $2,600,000, with mechanical and elec- 
trical equipment. Robert & Co., Bona 
Allen Bldg., Atlanta, Ga., are architects and 
engineers. Project will be supervised by 
U. S. District Engineer Office, Mobile, Ala. 


TeENNEsseE—Southern Acid & Sulphur 
Co., Inc., Rialto Bldg., St. Louis, Mo., will 
make extensions in branch plant for pro- 
duction for government, with machinery 
and electrical equipment. Cost estimated 
about $330,000, with financing by Defense 
Plant Corp. Work is scheduled to be carried 
out at once. 


LECTRICAL WORLD @ July 15, 1944 


Minnesota—Board of Directors, St. 
John’s College, Collegeville, has engaged 
Toltz, King & Day, Inc., Pioneer Bldg., St. 
Paul, consulting engineer, to make sur- 
veys and estimates of cost for new power 
plant at institution. It is underst that 
project will be carried out as a post-war 
development. 


Missourt—National Carbon Co., Inc., 
30 East 42nd St., New York, N. Y., manu- 
facturer of carbon and graphite products, 
has contracted with government for con- 
struction and operation of new plant, con- 
sisting of a main processing and production 
unit and auxiliary structures, with ma- 
chinery and electrical equipment for large 
output. Cost about $1,000,000, with financ- 
ing by Defense Plant Corp. Work will 
begin soon. Company is an affiliate of 
Union Carbide & Carbon Corp., first noted 
address. 


Kentucky—Louisville Water Co., 435 
South Third St., Louisville, plans installa- 
tion of motor-driven pumping machinery, 
controls and auxiliary equipment in connec- 
tion with proposed expansion in plant and 
system. Entire program is reported to cost 
over $650,000. Time of beginning project 
has not as yet been officially announced. 


Ca.irornta—Pacific Gas & Electric Co., 
San Francisco, has secured contract from 
Bureau of Yards and Docks, Navy Depart- 
ment, Washington, D. C., for furnishing 
power supply for training camp construction 
work and will extend lines and provide dis- 
tribution facilities at site for such service. 


TeENNESSEE—Missouri Portland Cement 
Co., 3615 Olive St., St. Louis, has plans 
under way for new branch mill on 30-acre 
tract of land recently acquired. It will con- 
sist of several large one and multi-story 
buildings for processing and production, 
storage and distribution, and other service. 
Machinery and electrical equipment will be 
installed for an initial capacity of about 
750,000 bbl. per annum. A power house is 
planned. Company also will develop lime- 
stone properties for raw material supply. 
Entire project is reported to cost approxi- 
mately $2,500.000. No announcement has 
been made whether project will be carried 
out at present time or arranged as a post- 
war development. 


Minnesota—Dakota County Electric Co- 
operative, Farmington, plans early con- 
struction of new power substation on 
Dakota County line, including extensions in 
lines to that point. Contract for station con- 
struction will be let this month. Bannister 
Engineering Co., 1586 University Ave., St. 
Paul, is consulting engineer. 


Catirornia—General Petroleum Corp. of 
California, 108 West 2nd St., Los Angeles, 
plans expansion in oil refining plant, in- 
cluding new units for large increased pro- 
duction of 100-octane gasoline for aviation 
service. Cost estimated about $4,291,000, 
with mechanical and electrical equipment. 
Project has a priority rating and will be 
placed under way soon. 


Wasuincton—Civil Aeronautics Admin- 
istration, Regional Office, Smith Tower An- 
nex, Seattle, plans early call for bids for 
installation of lighting system at Bow Lake 
airfield. 
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Crane-Stability Gage 


Crane-stability gage; 90-125 v.; 60 cycles; 
General Electric Co., Schenectady, N. Y 


Phase Indicator 


Knopp Phase Sequence-Indicator No. 440I; 
3-phase 3-wire: 25-60 cycle; 50 to 500 v.; 34 
in. diam.; 1% in. thick: wt. 21 ozi; Electrical 

ye Inc., 4224 Holden St., Oakland, 
alif, 


Includes a three-phase induction motor 
with aluminum-disk rotor. One terminal of 
each winding extends beyond the case to a 
colored conductor and clip for attachment 
to one conductor of the tested system; sec- 
ond terminal of each winding in connécted 
to protector-switch. Rotation is signalled 
by black region on the exposed area which 
appears at the small windows successively 
The visual effect is that of three white spots 
on the black housing being successively 
erased in phase sequence. 


Capacitor 


































RCP 422 Supertester; 25 amps.; 5000 v. m 
A.C. or D.C.: Radio City Products, Inc, 
W. 26th St., New York |, N. Y. 


Reported to be equivalent to 27 in 
ments used in testing circuits, in 
shooting and in general measurements, } 
three-inch square meter with mo 
of 200 »# a. or 5,000 ohms per volt 
tivity on d.c. voltage measurements. 
sistance measurements up to 10 megg 
Supplied with batteries in wood case 
in. x 7 in. x 234 with strap handle. 













Trimetric Scale 















— 











Designed to safeguard boom-type crane 
operation by measuring its stability. Said 
to measure the tipping moment by deter- 
mining the amount of deformation in the 
structural member upon which the gage is 
mounted. Gage consists of a balancing 
unit, indicating unit, constant-voltage trans- 
former and boom-angle compensator. 


- 


Sta-Kon disconnect: wire sizes No. 22 through 
+ yaa Thomas and Betts Co., Elizabeth |, 


Disconnects are installed with either 
manual or power tools. The male portion 
is on the wire; for connection it is inserted 
in the female end, thereby forcing contact 
spring up putting the contact under pres- 
sure. Fittings are designed to connect and 
disconnect in a straight line, acting as 
mechanical circuit breakers and as protec- 
tion against external strains. 
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Oil type BC capacitor; 600 to 6,000 V.D.C.W.; 
Cap. 0.5 to 10 mfd.; Capacitron Co., 318 W. 
Schiller St., Chicago 10, Ill. 


Designed to meet requirements of the 
services and industrial filter applications. 
Reported to be tested at three times rated 
voltage and to witstand 10 percent over- 
load continuously. Containers are lead 
coated steel with grey lacquer finish. 


Electronic Tube 


‘CE-303"" thyratron tube; | amp.; inverse peak 
voltage rating, 700 volts: uses standard 4-pin 
base. Continental Electric Co., Geneva, I!!- 


Xenon-filled tube is designed for indus- 
trial control, including welding, motor con- 
trol and controlled rectifier circuits. The 
tube is said to draw low critical grid cur- 
rent, the maximum limit being 5 micro- 
amperes. 
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Triangular rule: Glenn L. Martin Co., Bait 
more 3, Md, 





Triangular instrument with A, B and 
faces used for measurement on their 
spective axes or planes parallel to th 
axes. Each face has four scales 1:1, | 
1:4, and 1:8 for fractional measuremey 
Similar instrument has five scales 1:1, |: 
1:20, 1:30, and 1:60 for decimal measu 
ments. 

a 


Germicidal Fixtures 





Air-disinfecting fixtures: two types, totally + 
direct and direct-indirect, use 15- and % 
watt General Electric Co. Uviarc lamps. & 
win F. Guth Co., 2615 Washington 8'vd.. & 
Louis 3, Mo. 


Applicable to industrial plants and office 
fixtures are a combination of germicé 
lamp and a reflector unit which irradiz! 
ultra-violet rays. Convected air curred 
carry germs into path of 2537-A rays} 
disinfection of the air. 


BUYING <=LECTRICAL EQUIPMENT’ 
McGraw-Hill’s Electrica] Buyers Referes 
is a convenient place to look first 
manufacturers’ product data, names © 
addresses. 
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PLANNING POSTWAR HOMES? A new factory? load that it will surely be asked to carry. 


A brighter, more bustling town? You'll want While you’re in the advanced planning 

to take every advantage of the wonderful _ stage consult with your engineer, electrical 

electrical devices of tomorrow. contractor and utility power engineer. Un- 

So—Wire ahead! Make sure that yourelec- wired planning will cost you a lot more than 

p trical system can handle the greatly increased = planned wiring. us 
i HELP BRING VICTORY SOONER... BUY MORE WAR BONDS KEY TO VICTORY J08S 


SS = 





. = 
NACONDA WIRE & CABLE COMPANY 


25 Broadway, New York 4... Sales Offices Principal Cities 
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RODUCT »* ™ MONT 


New Allis- Chalmers Dry-Type Transformer 
with Induced Cooling (Rear View) 


HEAVY ARROWS in- 
dicate natural convec- 
tion flow of air. 

LIGHT ARROWS show 
how air is moved ver- 
tically and horizontal- 
ly by new induced 
cooling. Vertical baf- 
fle (broken line) ex- 
tends to coils, directs 
air horizontally. 


1000 kva, 3-phase, 80 C, 13,800—-480 volts 


* 

MILWAUKEE, WIs. —Allis-Chalmers announces a newly d 
signed Dry-Type Transformer with induced cooling. Fans 

automatically controlled by temperature — and a system 
baffle plates make this new streamlined transformer ide: 
where peak power loads prevail. Write for B-6334 today 


ae | ' WE PLAN FOR 


VICTORY 


ALLIS-CHALM ERS“ EE- WISCONSIN 


Tune in the Boston“ Pops”, Blue . Network, Saturdays at 8:30 pm, EWT 





